APPENDIX A: Charge to the Panel
on National, Regional, and Local
Seismograph Networks

The Panel is to prepare a report for publication by the
National Academy of Sciences on the subject of National,
Regional and Local Seismic Networks.  The report will ad-
dress current practice, but will emphasize and present
recommendations for future developments of such networks.
The general topic is to be treated under the following
headings:

1.  The need for, design and implementation of a U.S.
National Network.

1.1  Objectives of a national network, e.g., the long-
term surveillance of seismicity within the U.S. for
purposes of scientific work and earthquake hazards
reduction.  Specific goals may be set by the Panel,
such as the development of a network that will assure
that every earthquake with magnitude greater than X
occurring within the U.S. will be recorded at a mini-
mum of Y stations.

1.2  Design of a national network, including density

of stations, choice of instrumentation for standardized
stations, identification of instrumentation needs not
met by current equipment, methods of data transmission
and recording.

1.3  Management of the data produced by the network,
including assembly, storage, reproduction, and distri-
bution to users for short- and long-term applications,

1.4  Administration and funding of the network, with
emphasis on the need for long-term stable management
and support.

2.  Regional and local networks.

2.1 Objectives. Because such networks are usually
designed around a particular research or operational
goal, and are often intended to have a relatively short
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